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MEMORANDUM FOR:- Director of Security 

SUBJECT : Electronic Entrance Control System 

REFERENCES : (a) Memo dtd 5 April 1967 to DCI fr D/S, 

same subject 

(b) Memo dtd 1 June 1967 to DCI fr D/S, 
same subject 


1. The Director has approved the procurement of a preproduc 
tion model of an electronic entrance control machine at the approxi- 
mate price of $64, 800. It should be clearly understood, however, 
that he has not approved the installation (4 tlu.s system throughout 
the building. 


2. The preproduction model should be thoroughly tested. If 
after these tests it still appears desirable to install such a system 
throughout the building, an appropriate report arid recommendation 
should be made at that time. 
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L. K. White 

Executive Director -Comptroller 
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Att: Referent memoranda 
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